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NOTES 


# 
ALL WIRES IN “101807 CABLE ARE “22 


EXCEPT LEADS TO THE MOTOR FELAY 
WHICH ARE #18. 


2. ALL OTHER WIRING IS TO BE #20 
INSULATED WIRE 


3 MOUNT NETWORK I77-4& SO THAT 
STAMPING "NET A IS ADJACENT 
TO MAIN. PLATE. 


COLOR CODE 


8K BLACK 

Ww WHITE 

R RED 

G GREEN 

is) ORANGE 
BL BLVE 


W- BK WHITE- BLACK 
BK-R BLACK - RED 
BK-G BLACK- GREEN 
O -BK ORANGE - BLACK 
W-BR WHITE ~ BROWN 
G - BR GREEN - BROWN 
BR-BK BROWN - BLACK 
R-8R RED — BROWN 
G- Y GREEN - YELLOW 
Y-BR YELLOW- BROWN 
A-Y RED - YELLOW 
‘i YELLOW 

BL-R BLUE — RED 
BL-O BLUE - ORANGE 
GREEN — RED 
WHITE ~ GREEN 


BK 


TAPE OUT 
CONTACTS 


TERMINAL NEAREST 
MAIN PLATE 


7 PRINT MAGNETS 


Glio2D Feat AStIO.cCom 


Of ZA 


~ PRINT ARM 
EXTENSION 
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EXTERNAL POWER 
.. MOTOR 
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RELAY bo 2042 WD 
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